
Board of Commissioners of Cook County 
Contract Compliance Committee 

MEETING CANCELLATION NOTICE 

Wednesday, November 14, 2018 10:30 AM Cook County Building, Board Room, Rm 569 

118 North Clark Street, Chicago, Illinois 


There will not be a meeting of the LEGISLATION AND INTERGOVERNMENTAL RELATIONS 
COMMITTEE of the Cook County Board of Commissioners on Wednesday, November 14, 2018 at the 
hour of 10:30 A.M. in the Board Room, Room 569, County Building, 118 N. Clark Street, Chicago, 
Illinois. 




Matthew DeLeon 
Secretary 


Chairman: 

Vice-Chairman: 

Members: 


Moore 

Silvestri 

Arroyo, Butler, Deer, Garcia, Moody, Sims and Tobolski 





